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INTRODUCTION 


An  Increasingly  Important  concern  to  the  Navy  Is  the  ability  to 
measure  readiness.  This  concern  applies  to  a  wide  range  of  Navy  opera¬ 
tions,  and  in  each  case,  readiness  is  very  difficult  to  quantify. 

A  particular  instance  of  this  concern  is  ship  readiness,  or  even, 
as  a  step  toward  this,  ship  material  condition.  No  satisfactory  measure 
of  material  condition  is  available,  either  in  an  absolute  or  a  relative 
sense,  for  use  in  comparing  ships. 

In  the  Ship  Overhaul  Effectiveness  Study,  a  number  of  Navy 
reporting  systems  and  inspection  results  were  to  be  used  on  a  widespread 
basis  to  derive  approximate  indicators  of  material  condition  [1  and 
2].  All  the  specific,  quantitative  results  in  the  study  were  to  be  in 
terms  of  these  indicators. 

Of  the  indicators  developed  for  the  study,  those  based  on  Casualty 
Reports  (CASREPs)  were  expected  to  be  the  most  reliable.  In  an  effort 
to  understand  how  good  these  might  be,  however,  ships'  engineering 
s<”>oth  logs  were  examined  on  a  limited  basis,  particularly  with  a  re¬ 
striction  to  FF-1052  class  ships,  and  a  material  condition  variable, 
engineering  log  downtime,  was  derived. 

In  this  paper,  an  analysis  is  made  which  compares  CASREP  downtime 
and  engineering  log  downtime.  A  careful  description  of  these  variables 
is  given  before  the  actual  analysis  is  discussed. 

The  study  Itself  considered  a  variety  of  ship  systems.  These  are 
shown  in  table  1.  Only  certain  of  these  are  reflected  in  engineering 
logs.  Specifically,  hull  structure,  sonar  and  interior  communications 
are  not;  the  remaining  systems  are  all  studied  here. 

Table  1  also  shows  the  definitions  of  the  systems  by  equipment 
identification  code  (EIC).  These  are  needed  for  the  assignment  of 
CASREPs  to  the  systems.  In  the  table,  an  EIC  with  zeros  at  the  end  and 
followed  by  an  s  is  used  to  denote  all  EICs  with  the  zeros  replaced  by 
letters  or  numbers.  For  example,  "ABOOs”  represent  all  EICs  beginning 
with  ”AB."  Where  the  word  "some"  appears,  it  means  that  the  CASREP  word 
description  was  used  to  further  aid  the  classification  into  systems. 
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TABLE  1 


SURFACE  SHIP  SYSTEMS : 


DEFINITION  BY  EQUIPMENT 

_ System _ 

Whole  ship 
Hull  structure 

Mala  propulsion 
Propulsion  shafting 

Main  steam  piping 
Feed  and  condensate 
Propulsion  boilers 

Combustion  air 
Electrical 
Power  generators 
Sonar 

Interior  communications 

Climate  control 
Refrigeration 
Distilling  plant 
Compressed  air 
Steering 


IDENTIFICATION  CODE  (EIC) 
EIC 


all 

AAOOs,  ABOOs,  ADOOs,  A000-A600s, 
A800-A900s 

BOOOs,  COOOs,  FOOOs,  KOOOs 
B400-B406,  C400-C406,  FE00-FE05, 
KD00-KD05 
F700s 

F300s ,  K300s ,  some  K700s 
F100,  F101,  F104,  some  F701,  some 
F703 

F400,  F401,  F403 

ECOOs,  KGOOs,  some  3000s,  some  4000s 
3000,  3100-3107,  310C-310E 
ROOOs  except  R500-R800s,  AFOO,  AF01 
MOOOs,  M300s,  M400s,  410E,  410F, 

410G 

TIOOs,  T300s,  T400s 

T500s 

TKOOs 

TFOOs,  N700s 
some  TLOOs 


i 

i 


ENGINEERING  LOG  VARIABLE 


A  ship's  engineering  smooth  log  is  a  record  required  to  he  main¬ 
tained  dally  and  to  be  retained  for  at  least  three  years.  Among  the 
entries  In  the  log  each  day  Is  a  raidwatch  entry,  stating  the  ship's 
location  and  activity,  and  the  major  equipments  In  the  engineering 
system  which  are  currently  on  line  and  those  which  are  out  of  commission 
(00C). 

As  an  Indicator  of  material  condition,  we  tallied  from  these  logs 
the  number  of  equipments  listed  as  00C.  The  tallies  were  made  over 
three  month  periods,  and  were  organized  by  systems  within  the  engi¬ 
neering  area.  We  interpret  the  number  of  entries  in  the  00C  listing  as 
the  number  of  days  of  equipment  downtime.  This  is  the  engineering  log 
variable  for  an  engineering  system  in  a  three  month  period,  or  quarter. 

Engineering  logs  are  apt  to  be  reliable,  as  they  are  official, 
legal  documents  and  as  the  entries  are  easy  to  make.  Moreover,  the 
logs,  and  therefore  our  variables,  represent  a  nearly  continuous  record 
of  equipment  condition. 

However,  there  Is  no  entirely  specific  policy  on  what  equipments 
must  he  logged.  This  leads  to  some  Inconsistency  between  ships  and  even 
between  periods  for  the  same  ship.  The  listing  of  some  smaller  equip¬ 
ments  may  reflect  the  interest  or  specialty  of  the  person  filling  in  the 
log.  Moreover,  there  Is  ordinarily  no  description  of  the  scope  or 
criticality  in  an  00C  entry,  so  that  It  may  not  be  possible  to  distin¬ 
guish  equipments  down  for  preventative  maintenance.  This  suggests  that 
our  variable  may  be  an  overestimate  of  problems  in  material  condition. 

Finally,  as  the  logs  are  required  to  be  maintained  only  onboard 
ship  and  only  for  three  years  back,  there  is  considerable  difficulty  in 
getting  at  them.  Certainly  we  were  not  able  to  calculate  our  variable 
on  the  widespread  basis  that  we  would  have  liked.  Nevertheless,  thic 
variable  was  a  central  and  important  one  In  the  study.  The  ships  and 
months  for  which  we  have  log  data  are  shown  in  table  2. 


TABLE  2 


SHIP  MONTHS  FOR  THE  ENGINEERING  LOG  VARIABLE 


Hull 

number 

Ship 

Number  of 
months 

FF 

1054 

USS 

Gray 

12 

FF 

1055 

USS 

Hepburn 

15 

FF 

1058 

USS 

Meyerkord 

31 

FF 

1059 

USS 

W.S.  Sims 

12 

FF 

1060 

USS 

Lang 

15 

FF 

1061 

USS 

Patterson 

12 

FF 

1062 

USS 

Whipple 

14 

FF 

1063 

USS 

Reasoner 

33 

FF 

1066 

USS 

Marvin  Shields 

24 

FF 

1068 

USS 

V  reeland 

14 

FF 

1070 

USS 

Downes 

24 

FF 

1072 

USS 

Blakely 

34 

FF 

1075 

USS 

Trippe 

12 

FF 

1076 

USS 

Fanning 

17 

FF 

1077 

USS 

Quellet 

11 

FF 

1079 

USS 

Bowen 

16 

FF 

1080 

USS 

Paul 

12 

FF 

1084 

USS 

McCandless 

15 

FF 

1088 

USS 

Barbey 

15 

FF 

1092 

USS 

Thomas  S.  Hart 

14 

FF 

1095 

USS 

True  1 1 

12 

FF 

1096 

USS 

Valdez 

12 

DDG  13 

USS 

Hoel 

29 

405 
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CAS REP  VARIABLES 


Casualty  Reports  (CASREPs)  are  filed  when  a  deficiency  in  an  essen¬ 
tial  equipment  causes  a  degradation  in  one  of  a  ship's  primary  mission 
areas.  A  report  must  be  filed  if  the  deficiency  requires  outside 
assistance  to  correct  or  if  it  is  expected  to  persist  for  96  hours 
(possibly  less).  The  reports  as  finally  submitted  include,  among  other 
information,  the  beginning  and  ending  times  of  the  casualty,  the  amount 
of  time  in  this  interim  waiting  for  needed  parts,  the  cause  of  the 
casualty,  and  the  equipment  identification  codes  (EIC)  of  the  deficient 
equipment.  In  addition,  there  is  a  word  description  of  the  equipment 
deficiency  and  an  assessment  of  the  level  of  degradation,  which  is  from 
a  satisfactory  condition  level  Cl  to  one  of  the  increasingly  degraded 
levels  C2 ,  C3 ,  or  C4  . 

!'rora  the  records  of  a  ship's  CASREPs,  we  calculated  for  the  study 
itself  several  variables  as  indicators  of  material  condition.  One  is 
the  number  of  occurrences,  i.e.,  the  number  of  CASREPs  filed.  A  second 
is  the  total  sura  of  all  CASREP  equipment  downtimes.  A  third  is  the  sum 
of  CASREP  downtimes  due  to  maintenance;  that  is,  the  total  downtime  less 
the  amount  of  supply  time. 

Each  of  these  variables  was  computed  by  system  and  by  month. 
Moreover,  each  was  computed  by  considering  only  C3  and  C4  CASREPs  to¬ 
gether,  and  by  considering  all  C2,  C3  and  C4  CASREPs.  We  use  both  of 
these  for  CASREP  total  downtime  in  this  paper. 

CASREP  data  as  an  indication  of  material  condition  is  apt  to  be 
more  reliable  than  many  other  sources  for  several  reasons.  CASREPs  are 
official  reports  which  receive  a  high  level  of  attention.  Consequently, 
greater  care  is  taken  in  filing  them  and  they  are  likely  to  be  more 
accurate.  The  reports  do  contain  the  detailed  information  mentioned 
before,  and  they  apply  to  all  essential  equipment. 

CASREP  data,  however,  may  be  an  inconsistent  Indicator  of  material 
condition.  This  would  largely  be  due  to  the  inherent  subjectivity  in 
deciding  on  the  level  of  degradation  of  an  equipment  deficiency.  These 
decisions  would  also  be  affected  by  the  changing  policies,  between  type 
commanders  and  over  years,  regarding  emphasis  on  CASREP  reporting. 

Also,  a  reluctance  to  attribute  a  casualty  to  personnel  error  may  result 
in  improper  reporting  of  the  cause  of  a  CASREP. 

In  our  use  of  CASREP  data,  considerable  care  was  taken  in  editing 
the  reports.  In  particular,  we  carefully  checked  the  match  between  EIC 
and  equipment  word  description  to  get  the  CASREP  in  the  proper  system. 
This  should  largely  remedy  potential  reporting  mistakes. 


ANALYSIS 


!  * 


The  analysis  in  this  paper  centers  on  a  comparison  of  the  log  data 
with  CASREP  total  downtime  data.  It  is  made  on  those  systems  for  which 
material  condition  would  be  reflected  in  the  engineering  log. 

In  obtaining  the  log  data,  there  was  considerable  difficulty  in 
assigning  entries  to  either  the  propulsion  shafting  or  main  steam  piping 
systems.  Far  too  often,  log  entries  were  too  vague  to  make  a  dependable 
decision  in  assignment  in  these  systems.  For  this  reason,  the  log  data 
on  these  systems  is  considered  unreliable,  and  is  not  included  in  the 
analysis. 

A  first  step  in  the  analysis  was  to  construct  graphs  for  each  of 
the  systems.  These  graphs  plot,  for  each  system,  engineering  log  down¬ 
time  days,  CASREP  C3-C4  downtime  in  days,  and  CASREP  C2-C3-C4  downtime 
in  days,  for  successive  quarters  after  overhaul.  Quarters  were  employed 
because  they  were  the  periods  used  in  acquiring  the  log  data. 

These  graphs  were  constructed  only  for  those  ships  with  seven  or 
more  quarters  of  log  data.  Those  ships  are:  USS  Meyerkord,  FF-1058; 

USS  Reasoner,  FF-1063;  USS  Marvin  Shields,  FF-1066;  USS  Downes,  FF-1070; 
USS  Blakely,  FF-1072;  and  USS  Hoel,  DQC-13.  All  other  ships  had  only 
five  or  fewer  quarters  available,  and  this  was  felt  to  be  too  few  to 
plot.  These  graphs  are  presented  in  the  appendix,  together  with  an 
analysis  of  them. 

Observations  from  the  graphs  may  be  summarized  as  follows.  There 
is  a  noticeable  correlation  in  periods  of  high  and  low  downtime  between 
engineering  logs  and  CASREPs.  Log  downtime  is  typically  greater  than 
CASREP  downtime,  so  that  CASREP  C2-C3-C4  downtime  is  a  closer  approxima¬ 
tion  than  C3-C4  downtime.  Also,  the  observed  correlation  is  far  better 
for  the  main  propulsion  and  electrical  systems  and  subsystems.  It  is 
erratic  for  the  auxiliary  systems,  being  reasonably  good  for  compressed 
air  and  quite  poor  for  steering  and  especially  refrigeration.  Finally, 
these  characteristic  observations  are  as  prevalent  for  the  one  DDC  as 
for  the  FFs. 

In  order  to  quantify  the  generally  observed  parallels  between 
CASREP  and  log  downtimes,  the  statistical  correlations  between  them  were 
calculated.  These  correlations,  with  their  significance  levels,  are 
given  in  table  3.  In  computing  these  correlations,  the  log  data  from 
all  the  FFs  was  used.  The  DDG  data  was  not  included,  however,  to  avoid 
possible  complications  from  having  different  ship  types  in  the  one 
analysis.  The  correlations  themselves  measure  the  extent  to  which  log 
downtime  and  CASREP  downtime  vary  together  above  or  below  their  respec¬ 
tive  average  values. 
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TABLE  3 


CORRELATIONS  OF  ENGINEERING  LOG  DAYS  WITH 
CASREP  HOURS  DOWNTIME3 


Correlation 

Correlation 

(significance 

(significance 

level) 

level) 

eng  log  days 

eng  log  days 

with  CASREP 

with  CASREP 

System 

C3-C4  hours 

C2-C3-C4  hours 

Whole  ship 

_ 

_ 

Hull  structure 

— 

— 

Main  propulsion 

.63  (.001) 

.52  (.001) 

Propulsion  shafting 

.15  (.039) 

.03  (.355) 

Main  steam  piping 

-.02  (.417) 

-.04  (.308) 

Feed  and  condensate 

.50  (.001) 

.45  (.001) 

Propulsion  boilers 

.49  (.001) 

.48  (.001) 

Combustion  air 

.54  (.001) 

.43  (.001) 

E  lectrical 

.42  (.001) 

.45  (.001) 

Power  generators 

.51  (.001) 

.51  (.001) 

Sonar 

— 

— 

Interior  communications 

— 

— 

Climate  control 

.17  (.022) 

.28  (.001) 

Refrigeration 

-.01  (.468) 

-.04  (.315) 

Distilling  plant 

.26  (.001) 

.36  (.001) 

Compressed  air 

.37  (.001) 

.54  (.001) 

Steering 

.01  (.455) 

.24  (.002) 

aBased  on  137  ship-quarters. 


The  correlations  shown  in  table  3  support  the  observations  made 
from  the  graphs  in  the  appendix.  Most  systems  show  a  substantial  corre¬ 
lation  between  CASREP  and  log  downtime.  The  correlation  generally 
ranges  from  .4  to  .5.  Moreover,  these  estimates  have  a  very  high  sig¬ 
nificance,  usually  .001,  indicating  the  virtual  certainty  of  some  amount 
of  correlation. 

It  may  be  observed  that  propulsion  shafting  and  main  steam  piping 
have  extremely  lew  correlations.  This  is  consistent  with  the  earlier 
remarks  on  the  unreliability  of  their  engineering  log  data.  No  further 
attention  is  given  to  them. 

Again,  the  systems  and  subsystems  coming  from  main  propulsion  and 
electrical  have  the  highest  correlations.  It  may  be  noted  that  among 
these  systems,  C3-C4  CASREP  downtime  often  correlates  more  highly  than 


all  CASREP  downtime.  Less  consistency  In  C2  CASREP  reporting  would 
account  for  this  higher  correlation.  It  was  observed  earlier  that  all 
C2-C3-C4  CASREP  downtime  was  closer  to  log  downtime  In  actual  magnitude. 

The  auxiliary  systems  show  a  generally  lower  and  less  consistent 
pattern  of  correlation.  Refrigeration  and  steering  have  particularly 
low  correlations,  and  probably  Indicate  an  unreliable  correspondence. 
Certainly  this  Is  so  for  refrigeration.  Compressed  air  has  the  highest 
correlation,  and  is  actually  comparable  to  the  main  propulsion  and 
electrical  systems.  Among  the  auxiliary  systems,  all  C2-C3-C4  CASREP 
downtime  has  a  higher  correlation  with  log  downtime. 

Table  4  shows  the  average  downtime  days  per  quarter  for  engineering 
logs  and  C2-C3-C4  CASREPs  in  the  various  systems.  These  average  values 
come  from  the  observed  sample.  In  all  cases  except  steering,  the  engi¬ 
neering  log  value  is  considerably  higher  than  the  CASREP  one. 


TABLE  4 

AVERAGE  VALUES  OF  ENGINEERING  LOG  DAYS 
AND  CASREP  C2-C3-C4  DOWNTIME  DAYS3 


Mean  Mean 


System 

(stnd  dev)  eng  log 

00C  days/qtr 

(stnd  dev)  CASREP 
C2-C3-C4  days/qtr 

Whole  ship 

_ 

— 

456.4 

(316.6) 

Hull  structure 

- 

- 

2.8 

(10.6) 

Main  propulsion 

180.5 

(147.4) 

67.5 

(86.7) 

Propulsion  shafting 

0.5 

(1.9) 

0.4 

(2.4) 

Main  steam  piping 

8.3 

(20.9) 

1.8 

(7.2) 

Freed  and  condensate 

47.5 

(56.1) 

14.8 

(27.9) 

Propulsion  boilers 

57.8 

(51.3) 

25.7 

(43.7) 

Combustion  air 

25.8 

(39.8) 

11.0 

(26.7) 

Electrical 

72.4 

(59.6) 

27.3 

(38.9) 

Power  generators 

52.6 

(53.4) 

14.5 

(26.0) 

Sonar 

- 

- 

35.7 

(42.9) 

Interior  communications 

- 

- 

1.3 

(11.6) 

Climate  control 

32.3 

(34.8) 

14.5 

(24.6) 

Refrigeration 

7.3 

(16.0) 

0.3 

(2.4) 

Distilling  plant 

23.5 

(31.4) 

4.6 

(15.5) 

Compressed  air 

87.6 

(80.7) 

27.5 

(38.5) 

Steering 

1.9 

(5.3) 

2.1 

(9.8) 

aBased  on  137  ship-quarters. 
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A  more  penetrating  observation,  however,  concerns  the  relative 
magnitudes  between  systems.  In  view  of  the  earlier  discussion,  propul¬ 
sion  shafting  and  main  steam  piping  are  ignored.  Aside  from  these,  the 
main  propulsion  and  electrical  systems  exhibit  a  noticeable  pattern  of 
generally  higher  downtime  days  than  the  auxiliary  systems.  Among  the 
latter,  steering  and  refrigeration  are  the  lowest,  while  compressed  air 
is  comparable  with  the  former  systems.  This  suggests  that  the  systems 
whose  engineering  log  and  CASREP  downtimes  correlate  best  are  the  ones 
with  the  greater  amounts  of  downtime.  It  may  be  that  there  is  a  certain 
amount  of  noise  in  engineering  logs  and  CASREPs  which  a  low  level  of 
downtimes  is  insufficient  to  distinguish. 

Table  5  shows  the  results  of  some  further  analysis;  this  involves 
the  prediction  of  engineering  log  downtime  from  C2-C3-C4  CASREP  down¬ 
time.  The  analysis  begins  with  a  model  which  assumes  that  engineering 
log  downtime  (ELD)  can  be  expressed  as  a  linear  function  of  CASREP 
downtime  (CRD).  The  explicit  equation  for  this  model  may  be  written  as 


ELD  =  a  +  b  CDR  . 


TABLE  5 

COEFFICIENTS  FOR  PREDICTION  OF 
ENGINEERING  LOG  DAYS  FROM  CASREP  C2-C3-C4  DOWNTIME  DAYS3 


System 

Constant 

Coefficient 

rt 

1 

< 

to 

1—4 

Whole  ship 

Hull  structure 

Main  propulsion 

121.1 

0.88 

(7.0) 

Propulsion  shafting 

Main  steam  piping 

Feed  and  condensate 

34.0 

0.91 

(5.9) 

Propulsion  boilers 

43.3 

0.56 

(6.4) 

Combustion  air 

18.8 

0.64 

(5.5) 

Electrical 

53.4 

0.70 

(5.9) 

Power  generators 

37.4 

1.06 

(6.9) 

Sonar 

Interior  communications 
Climate  control 

26.4 

0.40 

(3.4) 

Ref  rigeration 

7.4 

-0.28 

(0.5) 

Distilling  plant 

20.2 

0.72 

(4.4) 

Compressed  air 

56.5 

1.14 

(7.5) 

Steering 

1.6 

0.13 

(2.9) 

aBased  on  137  ship-quarters. 


The  constant  a  and  coefficient  b  are  determined  statistically 
from  the  data,  and  the  results  are  the  entries  in  table  5.  The  t-val.ues 
shown  there  reflect  the  reliability  of  the  relationship  expressed  by  the 
coefficient.  All  the  relationships  shown  except  refrigeration  and 
steering  have  a  significance  of  at  least  .001,  Indicating  overwhelming 
evidence  for  some  relationship.  Steering  is  reliable  at  a  .01  level, 
while  refrigeration  must  be  taken  as  unreliable. 

The  values  in  table  5  may  give  insight  into  the  broad  correspon¬ 
dence  between  engineering  log  and  CASREP  downtimes.  Some  thought 
suggests  two  basic,  though  quite  different,  possibilities  for  this 
correspondence . 

One  possibility  is  that  CASREP  downtime  is  always  some  fraction  of 
engineering  log  downtime.  This  fraction  could  of  course  differ  by 
system.  In  any  case,  however,  the  constant  a  in  the  above  equation 

would  be  close  to  0,  and  the  coefficient  b  would  give  the  multiple 

needed  to  get  log  downtime  from  CASREP  downtime.  This  seems  very 
clearly  not  to  be  the  case.  Examination  of  tables  4  and  5  shows  that  in 

fact  the  constant  is  a  substantial  fraction  of  the  average  log  downtimes 

and  not  close  to  0. 

The  other  basic  possibility  is  that  there  is  always  a  threshold 
level  of  engineering  log  downtime  not  captured  by  CASREPs,  and  that 
downtime  above  this  is  reflected  equally  by  engineering  log  entries  and 
by  CASREPs.  In  this  case,  the  above  equation  would  have  a  value  of  1 
for  the  coefficient  b.  Examination  of  table  5  shows  that  the  coeffi¬ 
cients  are  in  fact  quite  close  to  1.  hue  to  limitations  in  the  data 
sources  and  the  data  collection,  they  cannot  be  expected  to  be  exactly 
1.  However,  for  main  propulsion,  feed  and  condensate,  and  power  genera¬ 
tors,  the  hypothesis  that  they  are  1  cannot  be  rejected  even  for  a 
significance  level  as  low  as  .60.  For  this  same  significance  level,  the 
hypothesis  that  the  coefficient  b  is  equal  to  .75  cannot  be  rejected 
for  any  of  the  main  propulsion  or  electrical  systems  except  propulsion 
boilers  and  power  generators. 

Greater  deviation  from  1  takes  place  among  the  auxiliary  systems. 

In  particular,  the  hypothesis  of  a  coefficient  close  to  1,  and  the 
explanation  it  is  based  on,  cannot  be  said  to  hold  for  steering  and 
refrigeration.  Climate  control  is  uncertain.  The  evidence  is  more 
convincing  for  the  other  systems,  though  not  conclusive. 
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SUMMARY 


A  general  and  fundamental  concern  centers  on  how  well  CASREPs 
reflect  actual  ship  material  condition.  There  Is  at  least  some  feeling 
that  engineering  logs  maintained  onboard  ship  may  be  quite  good,  and  In 
any  case  are  probably  best,  In  reflecting  material  condition.  CASREP 
downtime  has  been  analyzed  here  In  terms  of  these  engineering  logs,  for 
a  variety  of  engineering  systems  with  data  from  a  sample  of  FF-1052 
class  ships. 

The  analysis  shows  a  significant  correlation  between  engineering 
log  downtime  and  CASREP  downtime.  Furthermore,  it  suggests  that  beyond 
a  threshold  minimum  of  log  downtime  which  CASREPs  do  not  pick  up,  addi¬ 
tional  log  downtime  may  be  closely  reflected  by  CASREP  downtime.  In  any 
case,  there  is  quite  definitely  a  large  amount  of  log  downtime  not 
picked  up  by  CASREP  downtime. 

While  a  significant  correlation  exists  for  most  systems,  it  Is 
noticeably  better  for  those  systems  with  larger  actual  amounts  of  down¬ 
time.  Among  the  systems  studied  here,  those  with  large  amounts  of 
downtime  include  the  main  propulsion  and  electrical  systems,  and  com¬ 
pressed  air  from  within  the  auxiliary  systems.  For  these  systems,  the 
correlation  is  roughly  in  the  range  of  .4  to  .5.  The  remaining  systems, 
with  small  amounts  of  downtime,  show  a  poorer  correlation.  It  Is  still 
often  In  as  high  a  range  as  .2  to  .3.  Refrigeration  and  steering  are 
extreme  cases,  with  very  little  downtime  and  very  poor  correlation. 

•  •  -  *  +, 

Based  on  this  analysis,  there  is  clearly  a  substantial  amount  of 
equipment  downtime  which  is  not  recorded  in  the  CASREP  system.  Rela¬ 
tively  higher  and  lower  periods  of  equipment  downtime,  however,  tend  to 
be  accurately  captured  by  CASREP  downtime.  This  implies  that  while 
CASREPs  do  not  show  all  equipment  problems,  they  may  be  accurate  in 
showing  relative  equipment  condition  between  different  ships. 
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CASREP  AND  ENGINEERING  LOG  GRAPHS 


APPENDIX  A 


CASRKP  AND  KNG1 NKKRING  LOG  GRAPHS 


In  this  appendix,  an  explicit  presentation  Is  given  of  Lhe  correla¬ 
tion  between  engineering  log  out  of  commission  days  and  CASRKP  downtime 
days.  The  presentation  Is  In  the  form  of  graphs  which  plot  the  sum  of 
all  equipment  downtime  days  for  each  quarter  after  overhaul. 

Each  graph  Is  for  a  single  ship  and  system,  and  has  three  plots  on 
it.  Tlu*  dashed  line  Is  a  plot  of  downtime,  or  out  of  commission  days, 
recorded  In  the  ship's  engineering  smooth  log  for  successive  quarters. 
The  two  solid  1 1  lies  are  plots  of  CASRKP  downtime  days  for  each 
quarter.  The  higher  solid  line  Includes  all  C2-C3-C4  CASRKPs  while  the 
lower  one  includes  only  C3-C4  CASRKPs.  When  only  one  solid  line  Is 
apparent,  it  Is  because  the  lower  one  Is  always  zero;  that  Is,  because 
there  were  no  C3-C4  CASRKPs. 

The  presentation  of  these  graphs  Is  limited  to  only  those  ships  for 
which  seven  or  more  quarters  of  log  data  were  obtained.  These  ships  are 
the  FK-1058,  FF-1063,  FF-1066,  FF-1070,  FF-1072  and  DDC-13.  All  other 
ships  had  only  five  or  fewer  quarters  of  log  data;  this  was  felt  to  be 
insufficient  for  gaining  Insight  from  graphs. 

In  most  cases,  the  engineering  log  data  even  for  these  six  ships 
does  not  cover  the  entire  postoverhaul  period.  Only  the  period  which  Is 
covered  can  be  graphed.  In  two  cases.  Intermediate  quarters  were  also 
missing;  these  are  the  fourth  quarter  after  overhaul  for  the  FK-1070  and 
the  seventh  quarter  after  overhaul  for  the  FF-1072. 

The  DDG-13  was  not  Included  In  the  correlation  analysis  discussed 
in  the  text.  This  was  to  avoid  the  complication  of  Introducing  a 
different  ship  type  into  the  statistics.  However,  its  graphs  give 
insight,  and  can  be  presented  here  without  this  problem. 

Examination  of  figures  1  through  11  reveals  a  general  pattern  of 
correlation  between  the  downtime  days  from  engineering  logs  and  from 
CASRKPs.  High  periods  and  low  periods  of  downtimes  from  the  two  sources 
tend  to  occur  together. 

Moreover,  In  regard  to  magnitude,  the  engineering  logs  almost 
Invariably  register  more  downtime.  This  Is  particularly  so  for  the  main 
propulsion  and  electrical  systems,  and  somewhat  less  so  for  the  aux¬ 
iliary  systems.  This  tendency  implies  that  all  C2-C3-C4  CASREP  downtime 
will  more  closely  approximate  engineering  log  downtime  than  will  only 
C3-C4  CASREP  downtime. 


This  observation  Is  perhaps  to  be  expected.  Equipments  may  be 
registered  as  out  of  commission  In  an  engineering  log  even  when  down  for 


Downtime  days  Downtime  days  Downtime  days 


Downtime  days  Downtime  days  Downtime  d8ys 


Quarter  after  overhaul 


FIGURE  1:  (Continued) 
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FIGURE  2:  (Continued) 
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FIG.  3:  PROPULSION  BOILERS  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIG.  4:  COMBUSTION  AIR  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIGURE  4:  (Continued) 
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FIG.  5:  ELECTRICAL  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIG.  6:  POWER  GENERATORS  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIGURE  6:  (Continued) 
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FIG.  7:  CLIMATE  CONTROL  DOWNTIMES:  ENGINEERING  LOGS, 
C2  C3-C4  CAS  R  EPs,  C3-C4  CASREPs 
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FIGURE  8:  (Continued) 
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FIG.  9:  DISTILLING  PLANT  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 


Downtime  day*  Downtime  days  Downtime  days 


Quarter  after  overhaul 


FIGURE  9:  (Continued) 
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FIG.  10:  COMPRESSED  AIR  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIG.  11:  STEERING  DOWNTIMES:  ENGINEERING  LOGS, 
C2-C3-C4  CASREPs,  C3-C4  CASREPs 
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FIGURE  It:  (Continued) 
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a  short  period  of  preventative  maintenance.  By  contrast,  CASREPs  are 
only  filed  for  serious  equipment  breakdowns  which  last  a  significant 
amount  of  time.  Moreover,  since  they  may  not  be  filed  immediately  upon 
failure,  they  may  somewhat  understate  the  amount  of  downtime. 

Further  examination  of  the  figures  shows  that  main  propulsion  and 
its  subsystems  feed  and  condensate,  propulsion  boilers,  and  combustion 
air  show  a  consistently  strong  pattern  of  concurrent  peaks  and  troughs 
in  downtime  from  the  log  and  CASREP  sources.  This  is  also  the  case  for 
the  electrical  system  and  its  subsystem  power  generators. 

The  remaining  systems,  which  are  all  auxiliary  ones,  show  a  notice¬ 
ably  poorer  correlation.  Of  these,  compressed  air  is  the  best. 

Steering  and  especially  refrigeration  exhibit  a  very  poor  correlation. 

It  is  also  the  case  that  these  systems  have  a  very  low  level  of  downtime 
generally,  and  of  CASREP  downtime  particularly. 

All  of  these  observations  are  as  prevalent  for  the  one  DDG  as  for 
the  FFs.  The  same  behavior  is  exhibited,  and  may  be  expected  to  hold 
for  DDGs  generally.  No  firmer  conclusion,  however,  may  be  made  based  on 
just  the  evidence  of  one  ship.  One  general  difference  in  the  DDG  from 
the  FFs  is  the  generally  lower  level  of  C3-C4  CASREP  downtimes  relative 
to  all  C2-C3-C4  downtimes  and  to  engineering  log  downtimes. 

Figure  12  shows  the  CASREP  downtimes  for  the  whole  ship.  This 
serves  as  a  benchmark  for  the  systems.  In  fact,  there  Is  a  general 
trend  for  all  systems  of  a  ship  to  be  high  or  low  in  downtime  together 
in  any  period. 

The  short  horizontal  lines  in  this  figure  represent  the  deployment 
periods  of  the  ships.  CASREP  downtimes  are  invariably  lower  in  these 
periods  of  deployment,  with  the  large  peaks  occuring  either  before  or 
after.  Based  on  the  above  observation,  this  holds  for  system  downtimes 
as  well. 
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